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TRY THOSE NON GLAZING - COOL CUTTING 


SS Whit 


‘CARBORUNDUM POINTS 


For cavity preparation and especially for preparing teeth for jacket crowns, 
S. S. White Carborundum Points are matchless. They cut cool because they 
do not glaze. They do not glaze because they never become dull; a special 
binder drops the worn cutting crystals the moment their life of usefulness 
is completed. New and sharp crystals are therefore ever present to the 
work. This is why S. S. White Points are actually indicated for those mouth 
grindings commonly recognized as painful—they do not heat, they cut 
swiftly, run true, and are so much easier on the patient. 


FOUR POINTS 
recently added to the 
S. 5. WHITE 
CARBORUNDUM POINT 
ASSORTMENT of forms 









































No. 53. For cutting troughs, grinding fillings to occlusion, shaping gold 
work, preliminary dressing of teeth for jacket crowns, preparation of teeth 
for jacket shell crowns, grinding detached post crowns, shaping facings to 
gum line, and occlusal spot grinding. 

Nos. 54-55-56. For following fissures, cutting developmental grooves on 
labial surfaces in jacket crown work, and forming cusps and contour 
separations in bridgework. 
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Editorial 


In almost every organized group there is always one certain 
individual who considers himself capable of handling the affairs of that 
community and ‘though he may be alone in that opinion, he still foists 
himself and his theories on the entire group. 

The same thing happens in professional societies. There are those 
certain few who demand to assert unwarranted authority and are constantly 
relagated to lesser positions in the societies for the sake of keeping “‘peace”’ 
in the family, until finally they become so obnoxious they are excluded from 
any office whatsoever. This seems to be the only method of showing them 
their services are no longer needed. 

In the writings of a well known merchant of Philadelphia, there 
was found an article by Noah Webster, in which he discusses Aesop, the 
fable-maker. ‘It was Aesop,” said Webster, ‘‘who conveyed truth by an 
allegory to assist one to better remember it. For example: A bear wandered 
from the forrest to a homestead clearing, through an open gate where the 
bee-hives were, and a bee stung him. Maddened by pain, he ran back and 
for revenge, overturned the bee-hives, which so angered the bees that the 
whole swarm turned on him and he was wounded from head to tail. 
While licking his sores, he realized how much better off he would have 
been if he had not become resentful and provoked a whole family or 
community.”” 

There is a great deal of truth apparent in this simple little story 
and particularly apropos of conditions existing in some societies. 
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Emergency Relief 


Live Up to the Code—Treat the Patient 

Payment to dentists from Federal and State funds for the treat- 
ment of patients who are receiving emergency relief is now an accomplished 
fact. The Code of the State Emergency Relief Board under which these 
payments are made follows this foreword and became effective on Decem- 
ber 1, 1933. The necessary printed forms are now in the hands of the 
County Emergency Relief Boards. Every practicing dentist in Pennsylvania 
should carefully study the method of procedure under this Code and be 
prepared to cooperate in the treatment of these patients. 


The free choice of a dentist is one of the pleasing features of the 
Code. Some patients, however, may have no regular family dentist and may 
call upon you for treatment. If the case is one which does not come within 
your practice or for any other reason you are unable to treat the patient, 
in the name of humanity do not turn the patient coldly from your door, 
but courteously send him to some other neighboring dentist who you be- 
lieve will treat the case. In your absence from your office, leave instructions 
that your secretary, or whoever may receive the patient, shall extend a like 
courtesy. But if it is at all possible, treat the patient yourself. 


This request is made in accordance with a letter issued by the 
Advisory Committee to the State Emergency Relief Board which reads in 
part: ‘‘It is hoped that every member of the Dental Society of the State of 
Pennsylvania electing to respond to calls for HIS service as requested by 
those on ‘emergency relief’ and as authorized by the County Emergency 
Relief Board, will, by the quality of his professional service and fairness of 
his charges, develop increasing public confidence in dental society leader- 
ship in all health problems.” 


Formerly, unemployment relief consisted largely in the distri- 
bution of food, clothing, coal, and the like. This year, medical relief has 
been added in an effort to maintain the health of the unemployed. Repre- 
sentatives of the medical, dental, and nursing professions, and the phar- 
macists have met with representatives of the unemployment relief organ- 
ization, formulated rules and regulations for the dispensing of this 
emergency service, and have pledged the cooperation of the several groups 
in the carrying out of the plan. Cooperation was unhesitatingly pledged by 
the representatives of organized dentistry remembering our record of 
public-spiritedness in the past in measures that had for its object, the 
promotion of the public health. None of these groups feel that the service 
to be rendered is adequate, but it is infinitely better than the unemployed 
were heretofore receiving. 

The fees represent about one-half the average minimum in 
various parts of the state, but since this is a humanitarian service it is 
hoped that all members of the profession will recognize it as such, and will 
gladly do their part. 
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To Members of the County Advisory 


Committee: 


The registered dentists of Pennsylvania, through the Officers of 
the State Dental Society, agreed to act in conjunction with the Medical, 
Pharmaceutical and Nursing Societies to aid in the unemployment relief. 

This work will be supervised by a State Advisory Committee on 
Emergency Dental Relief, composed of: 

H. C. Metz, President. 

C. W. Hagan, Secretary. 

E. G. Meisel, Chairman, Board of Trustees. 
]. V. O’Donovan, Trustee, 11th District. 
W. E. Craig, Secretary, 10th District. 

The purpose of this Committee is to contact and cooperate with 
the State Director of Medical Emergency Relief, H. A. Miller, M.D., in 
interpreting the application of the Emergency Relief Program as applied to 
Dentistry and act on complaints or requests from either the Emergency 
Relief Board or the County Committees hereinafter mentioned. 

A County Advisory Committee on Emergency Dental Relief has 
been appointed for each county by the President of the State Society. The 
purpose of the Committee is to cooperate with the County Medical Advisory 
Committee and County Relief Administrator in interpreting the application 
of Emergency Dental Service to recipients of unemployment relief, especially 
in those services listed in Regulations as ‘Special Services’ to aid in 
securing just distribution of the services authorized and to curb any effort 
at abuse of such service. 

The County Advisory Committee will contact all dentists in their 
respective counties, explaining the method of procedure as herein outlined. 
This contact is to be made through their local, county or district societies. 

1. Dental services shall be limited to such work as defined in 
Rules and Regulations under heading—ACCESSORY SERVICES. 

2. The dentist-family relationship shall be maintained as out- 
lined under heading—INTRODUCTION in Rules and Regulations. 

3. Dental services shall be rendered only upon written order from 
County Relief Administrator or as designated under heading QUALIFICA- 
TIONS OF RECIPIENTS from Rules and Regulations. 

4. Dentists desiring information regarding emergency work shall 
consult a member of the County Advisory Committee who in turn shall 
consult the State Committee. The latter is in direct contact with the State 
Medical Director of the Emergency Relief. 

5. The County Advisory Committee shall contact the County 
Emergency Relief Administrators at once and formulate a plan for dis- 
tributing this work in their respective counties. 

6. The term “‘physician’”’ as used in the Rules and Regulations 
shall also be construed to mean dentist. 
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COMMONWEALTH OF PENNSYLVANIA 
STATE EMERGENCY RELIEF BOARD 
Harrisburg 


January 2, 1934 


TO: LOCAL RELIEF DIRECTORS, CHAIRMEN OF THE MEDICAL AD- 
VISORY COMMITTEES, CHAIRMEN OF THE DENTAL COMMITTEES. 


FROM: HAROLD A. MILLER, M.D., DIRECTOR OF MEDICAL RELIEF. 


The following dental authorization has been submitted by Dr. 
Metz, President of the Pennsylvania Dental Association and the members 
of his committee appointed for this purpose. It has been accepted by the 
Emergency Relief as constituting care to be rendered by the dentists. 


EXTRACTION: 

For an authorized emergency extraction (to include cost of 
anesthesis) not more than $1.00 for the first tooth nor roore than fifty 
cents for each additional tooth; provided that the maximum charge for a 
given patient including full mouth extraction shall not exceed $10.00. 
Where physician is called to give anesthetic, etc., he shall receive the 
consultant fee of $2.00. 


BROKEN DENTURE: 
For an authorized emergency repair not more than $1.50 for a 
simple repair nor more than fifty cents for each additional tooth added; 


provided that the maximum charge for a given patient shall not exceed 
$3.00. 
TREATMENT OF ACUTE MOUTH INFECTIONS: 

For an authorized emergency treatment not more than $1.00 
for the first visit; the maximum charge for a given patient not to exceed 
$3.00. (See instructions under ACUTE ILLNESS.) 

TREATMENT FOR ODONTALGIA (toothache) : 

For an authorized emergency treatment not more than $1.00 for 
a given patient and indicated only when tooth is to be saved. As indicated 
in Rules and Regulatoins under second paragraph of SPECIAL SERVICES. 


FILLINGS: 


Emergency: 
Amalgam fillings per tooth - - - $1.00 
Cement fillings per tooth - - - - $1.00 

Limited to the 

aching tooth. 


Fillings to be authorized as indicated in Rules and Regulations 
under Special SERVICES, Paragraph 2. 


(Signed) HAROLD A. MILLER, 
Director of Medical Relief. 
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Committees Appointed 

FIRST DISTRICT 

Philadelphia County: Dr. R. E. Denny, Medical Arts Building, 
Phila.; Dr. F. S. Rusca, 3943 Chestnut St., Phila.; Dr. L. A. Ennis, 40th 
and Spruce Sts., Phila. 
SECOND DISTRICT 

Bucks County: Dr. Wm. Van Bierin, Perkasie; Dr. George E. 
Ozias, Quakertown; Dr. Frederick Lutz, Doylestown. 

Chester County: Dr. Treavor Wright, Coatesville; Dr. H. L. 
Chalfant, 22 So. High St., West Chester, Pa.; Dr. P. C. H. Lapp, Malvern. 

Delaware County: Dr. J. F. Chernolm, 812 Edgmont Ave., 
Chester; Dr. E. A. Manning, Board and Edgmont Ave., Chester; Dr. W. F. 
Adelheim, 29 Glendale Rd., Upper Darby. 

Lehigh County: Dr. E. G. Gilbert, 110 N. 9th St., Allentown; 
Dr. Harold Jones, 737 Hamilton St., Allentown; Dr. R. O. Peters, Slatedale. 

Montgomery County: Dr. G. W. Moyer, Lansdale; Dr. Russel 
Klees, Glenside; Dr. H. M. Rosenman, 28 E. Main St., Norristown. 

Northampton County: Dr. Richard G. Smullin, 201 W. 4th St., 
Bethlehem; Dr. G. W. Graf, 130 W. 4th St., Bethlehem; Dr. R. E. Mc- 
Laughlin, 60 N. 3rd St., Easton. 
THIRD DISTRICT 

Carbon County: Dr. William Scott, Lansford; Dr. Stanley Morgan, 
Lansford; Dr. Raymond Krome, Lehighton. i 

Columbia County: Dr. C. S. Van Horn, Bloomsburg; Dr. F. M. 
Bittenbinder, Bloomsburg; Dr. F. !. Creasy, Berwick. 

Lackawanna County: Dr. M. F. Boland, Scranton; Dr. H. R. 
Burns, 805 Medical Arts Bldg., Scranton; Dr. Bernard Shair, Select Bidg., 
Scranton. 

Luzerne County: Dr. F. B. McDonald, Hazleton; Dr. J. B. Flanigan, 
Wilkes-Barre; Dr. A. H. Miller, Kingston. 

Monroe County: Dr. R. B. Irvin, Bushkill; Dr. W. C. Snover, 
Stroudsburg; Dr. S. F. Sullivan, Stroudsburg. 

Pike County: Dr. C. F. Raymond, Milford. 

Susquehanna County: Dr. J. A. Colby, Montrose; Dr. Harry 
Griffin, Montrose; Dr. F. T. Powers, New Milford. 

Wayne County: Dr. Oscar Hippensteel, Honesdale; Dr. George 
Butler, Honesdale; Dr. J]. Horace Flora, Honesdale. 

Wyoming County: Dr. Charles Powers, Nicholson; Dr. Bryan Lee, 
Hoban Heights. 
FOURTH DISTRICT 

Berks County: Dr. Fred H. Heoffer, 230 N. 5th St., Reading; 
Dr. Carl Scholl, 230 N. 5th St., Reading; Dr. Roy Leinbach, 410 N. 5th 
St., Reading. 

Lebanon County: Dr. C. R. Evans, Lebanon; Dr. R. E. Seyfert, 
Lebanon; Dr. Frank S. Hoffman, Lebanon. 

Schuylkill County: Dr. E. S. Filbert, Pottsville; Dr. Leon Wasley, 
Shenandoah; Dr. John Gorman, Pottsville. 


“a * 





THE PENNSYLVANIA 


FIFTH DISTRICT 

Adams County: Dr. W. H. Danforth, Kadel Bidg., Gettysburg; 
Dr. Ralph D. Wickersham, First National Bank Bldg., Gettysburg. 

Cumberland County: Dr. Earl Miller, 51 S. Pitt St., Carlisle; Dr. 
C. L. Curry, Shippensburg; Dr. J. A. Kilmore, 23 W. Main St., Mechanics- 
burg. 

Dauphin County: Dr. Wayde D. Kelly, Payne-Shoemaker Bldg., 
Harrisburg; Dr. J. Landis Deimler, Hummelstown; Dr. L. B. Ferruci, 20 W. 
Chocolate Ave., Hershey. 

Franklin County: Dr. J. P. Bietsch, 22 S. Main St., Chambers- 
burg; Dr. C. S. Edwards, Greencastle; Dr. Mark Heefner, Trust Co. Bldg., 
Waynesboro. 

York County: Dr. C. S. Bressler, 464 W. King St., York; Dr. 
George E. Kirschner, 139 E. Market St., York; Dr. H. E. Trostel, 25 E. 
King St., York. 

Lancaster County: Dr. C. 'V. Halpin, Woolworth Bidg., Lancaster; 
Dr. L. O. Loechel, 541 Chestnut St., Columbia; Dr. W. Wesley Treichler, 
244 S. Market St., Elizabethtown. 

Perry County: Dr. E. E. Hewlings, 22 Market St., Newport. 
SIXTH DISTRICT 

Bradford County: Dr. Frank J. Kingsley, Towanda; Dr. R. C. 
Lewis, Sayre; Dr. J. C. Black, Athens. 

Clinton County: Dr. George Eadie, Lock Haven; Dr. Harry E. 
Smith, Lock Haven; Dr. A. W. Bauman, Lock Haven. 

Lycoming County: Dr. Samuel M. Carter, Jersey Shore; Dr. M. 
C. L. Ellis, Newberry; Dr. Francis P. Van Valin, Williamsport. 

Montour County: Dr. J. Maxwell Moore, 286 Mill St., Danville; 
Dr. J. H. Jennings, 104 W. Market St., Danville; Dr. J. S. Jordan, 114 Mill 
St., Danville. 

Northumberland County: Dr. D. S. Miller, 5th and Market Sts., 
Sunbury; Dr. F. H. Honsel, Milton; Dr. Ralph E. Raker, Shamokin. 

Snyder County: Dr. F. W. Fischke, Middleburg; Dr. Leon Mess- 
ner, Selinsgrove; Dr. J. H. Clark, Selinsgrove. 

Sullivan County: Dr. Lewis J. Connor, Box 582, Dushore; Dr. R. 
]. McHenry, Dushore; Dr. H. M. Ofler, Dushore. 

Tioga County: Dr. J. R. Bailey, Wellsboro; Dr. A. F. Schloppi, 
Mansfield; Dr. Robert DeWaters, Mansfield. 

Union County: Dr. R. D. Arnold, Mifflinburg; Dr. Elwood S. Derr, 
Lewisburg; Dr. W. R. Roland, Lewisburg. 

SEVENTH DISTRICT 

Bedford County: Dr. R. D. Gressinger, Bedford; Dr. W. J. Thomas, 
Saxton; Dr. Ralph Howard, Everett. 

Blair County: Dr. L. M. Nugent, Altoona; Dr. R. W. Stever, 
Tyrone; Dr. O. E. T. Von der Heyde, Altoona. 

Cambria County: Dr. Richard Wicks, Johnstown; Dr. John Logan, 
Portage; Dr. J. L. Porias, Nanty Glo. 

Centre County: Dr. J. J. Kilpatrick, Bellefonte; Dr. F. A. Robison, 
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State College; Dr. F. H. Gette, Philipsburg. 

Clearfield County: Dr. F. D. Leipold, Clearfield; Dr. C. S. Harkins, 
Osceola Mills; Dr. J. C. Gaffney, DuBois. 

Huntingdon County: Dr. Oscar Mierley, Huntingdon; Dr. W. W. 
Rumberger, Mt. Union; Dr. Ralph Wilson, Huntingdon. 

Juniata County: Dr. G. |. Wian, Mifflintown. 

Mifflin County: Dr. W. S. Hunter, Lewistown; Dr. W. S. Taylor, 
Lewistown; Dr. W. A. Alexander, Lewistown. 

Somerset County: Dr. R. B. Colvin, Somerset; Dr. C. A. Davis, 
Windber; Dr. M. R. Milne, Meyersdale. 

EIGHTH DISTRICT 

Cameron County: Dr. L. L. Lathrop, Emporium; Dr. Claire H. 
Lathrop, Emporium; Dr. J. H. Campbell, Emporium. 

Elk County: Dr. H. D. Roberts, Johnsonburg; Dr. J. F. Clark, St. 
Marys; Dr. J. W. Dougherty, Ridgway. 

Forrest County: Dr. P. H. Silvis, Marionville; Dr. R. C. Wilson, 
Tionesta; Dr. C. B. Chase, Tidioute. 

Jefferson County: Dr. K. G. Lenhart, Punxsutawney; Dr. J. T. 
Bell, Punxsutawney; Dr. J. A. Thompson, Brookville. 

McKean County: Dr. K. E. Wenk, Kane; Dr. H. J. Ryan, Bradford; 
Dr. J. H. Clarke, Smithport. 

Potter County: Dr. P. F. McCracken, Galeton; Dr. Albert G. 
Reese, Coudersport; Dr. Albert Volmer, Austin. 

Warren County: Dr. H. D. Colt, Warren; Dr. W. H. Haines, 
Warren; Dr. T. S. Stanford, Sheffield. 

NINTH DISTRICT 

Clarion County: Dr. H. E. Corbett, New Bethlehem; Dr. E. A. 
Wilhelm, Clarion; Dr. O. G. Moore, Box 122, Knox. 

Crawford County: Dr. David C. Dunn, 969 Park Avenue, Mead- 
ville; Dr. B. W. Bedford, 334 E. Main St., Titusville; Dr. H. F. Bristol, 
Conneautville. 

Erie County: Dr. M. Lee Tarno, 813 Sassafrass St., Erie; Dr. Jos. 
T. O’Leary, Girard; Dr. C. L. Mead, Home Bank Building, Union City. 

Lawrence County: Dr. R. C. Lutz, Greer Building, New Castle; 
Dr. R. C. Gilmore, Temple Bidg., New Castle; Dr. J. A. Meehan, 225 E. 
North St., New Castle. 

Mercer County: Dr. A. A. Booth, Boyle Bldg., Sharon; Dr. S. C. 
Kahle, Murphy Bidg., Greenville; Dr. G. R. Eaton, Grove City. 

Venango County: Dr..J. H. Foquet, Chambers Blidg., Oil City; 
Dr. R. A. Smith, Hancock Bidg., Franklin; Dr. Ross Porter, 405 Beach Bldg., 
Oil City. 

TENTH DISTRICT 

Alleghany County: Dr. W. E. Craig, Jenkins Arcade, Pittsburgh; 
Dr. A. G. Copeland, Tarentum; Dr. J. C. G. Fitzhugh, Masonic Bldg., 
McKeesport. 

Armstrong County: Dr. A. R. Pechan, Ford City; Dr. P. B. Bayne, 
Kittanning. 
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Beaver County: Dr. A. J. Cross, Freedom; Dr. J. B. Reckers, 
Ambridge; Dr. J. A. Helfinbine, Beaver Falls. 

Butler County: Dr. O. Z. Beatty, Butler; Dr. R. E. Engle, 
Zelienople; Dr. E. D. Kinsey, Evans City. 
ELEVENTH DISTRICT 

Fayette County: Dr. H. D. Graham, Brownsville; Dr. F. C. Robin- 
son, Uniontown; Dr. J. V. O’Donovan, Connellsville. 

Greene County: Dr. G. E. Hoge, Waynesburg; Dr. W. C. Brown, 
Waynesburg. 

Indiana County: Dr. H. W. Black, Indiana; Dr. H. J. Dunegan, 
Clymer; Dr. H. A. Gontz, Blairsville. 

Washington County: Dr. A. J. Brickley, California; Dr. T. M. 
Boggs, Cannonsburg; Dr. H. C. Manon, Washington. 

Westmoreland County: Dr. R. B. Fisher, Greensburg; Dr. Robert 
H. Steele, Latrobe; Dr. James A. DeWeese, Irwin. 


cs) @ @ 

To make clear the workings of the plan, the following questions 
and answers are appended: 

Q. What is meant by emergency dental aid? 

A. It is a service to be rendered by the dental profession to the 
unemployed, to be paid for from a fund provided by the state and national 
government. 

Q. Who are eligible to receive this service? 

A. Unemployed who have qualified to receive food relief. 

Q. Who decides on their eligibility? : 

A. The county relief board in the various communities through- 
out the state. The case is investigated by a local worker, and if the ap- 
plicant is found eligible for food relief, they may also receive dental relief. 

Q. Who is eligible to render this service? 

A. Any registered dentist in Pennsyivania. 

Q. Will a dentist be suggested by County Emergency Relief 
workers? 

A. They will not. Free choice of physician or dentist is given 
the patient. 

Q. How does a dentist receive his authority to render emer- 
gency dental services? 

A. The patient must secure a written order from the County 
Relief Board on a blank for that purpose (77M), present it to the dentist 
of his choice within 48 hours. The dentist should render the service and 
have the patient receipt for the service on the order blank. A bill is then 
presented in duplicate to the County Relief Board with the order com- 
pletely filled out and attached. 


° i727? 














STATE DENTAL JOURNAL 


Rules and Regulations 
Governing Medical Care Provided in the Home to Recipients 
of Unemployment Relief 
ACCESSORY SER'VICES 

Emergency dental care and bedside nursing service, for unem- 
ployed persons in their homes, may be authorized by the State Emergency 
Relief Board in any county where the County Emergency Relief Board has 
submitted to the State Emergency Relief Board sufficient data to demon- 
strate that the need for such accessory services cannot be met by established 
local facilities paid for from public and/or private funds. 

(a) Dental Care shall in general be restricted to emergency ex- 
tractions and repairs (see last paragraph of Special Services above). 

(b) Bedside Nursing Care, where authorized, shall conform to 
the procedure required in the above regulations. Standards of accredited 
local nursing organizations shall be followed by nurses giving authorized 
bedside nursing care to unemployed persons in their homes. It is proposed 
that such authorized bedside nursing care shall make full use of and not 
supplant or supersede existing local official services giving such care under 
the provisions of the local law. 


RETROACTIVE AUTHORIZATION SHALL NOT BE ISSUED OR HONORED 
FOR PAYMENT 


Bills for accessory services (dentist and bedside nursing) outlined 
above shall give the information required on Forms 77M and 77N re- 
spectively. Bilis for medicines and medical supplies outlined in the follow- 
ing section shall be subject to the same general requirements. 

The name and quantity of each drug and number of the prescrip- 
tion are to be shown by the pharmacist on the reverse side of Form 
SERB 77P, ‘Authorization for Prescription.”” The formula must also be 
shown for each prescription costing more than $0.25. 

The authorization must be billed in the same manner as outlined 
heretofore for medical charges. 

Charges for professional services are not to cover drugs and 
supplies ordinarily dispensed. 


MEDICINE AND MEDICAL SUPPLIES 

Physicians providing authorized medical care to unemployed 
persons shall use a formulary which excludes expensive drugs where less 
expensive drugs can be used with the same therapeutic effect. When ex- 
pensive non-emergency medication is considered essential by the authorized 
attending physician it may be authorized after approval has been given by 
the local medical advisory committee. 

All prescriptions for necessary drugs and medicines shal! be filled 
from the National Formulary or the United States Pharmacopoeia. To avoid 
excessive expenditures for remedies of unknown or doubtful value, pro- 
prietary or patent medicines or foods shall not be authorized. Local relief 
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officals shall make trade agreements with local pharmaceutical organizations 
and druggists for reduced rates for prescriptions. (Prescriptions costing in 
excess of fifty cents must have specia! authorization by the County Emer- 
gency Relief Board.) 

Authorizations for medical supplies shall be restricted to the 
simplest emergency needs of the patient consistent with good medical care. 

Authorizations for medicine and medical supplies shall not be 
issued except upon written request of the physician authorized to attend 
the person for whose use they are desired. 


USE OF FORMS IN CONNECTION WITH REGULATIONS GOVERNING 
MEDICAL CARE PROVIDED TO RECIPIENTS OF UNEMPLOYMENT 
RELIEF 


1. Form 77M.—Authorization for Medical and Dental Services 
will be issued (in duplicate) by the case investigator. One copy will be 
given to the individual for whom services are to be performed. Within 
forty-eight hours he or she must select a physician or dentist (as the case 
may be designated), and present the original of the order at the time 
service is next rendered. 

The second copy will be forwarded by the investigator to the 
office of the County Emergency Relief Board where it will be filed in 
numerical order. 

The physician or dentist will complete the lower half of the 
form and bill the County Board in accordance with billing instructions 
previously outlined. 

2. Form 77N.—Authorization for Nursing Service will be made 
up by the physician and forwarded to the nurse. It is of the utmost impor- 
tance that the physician insert the printed number shown on Form SERB 
77M, Order for Medical and Dental Services, in the space provided therefor. 

Spaces are provided on the reverse side of this order for report- 
ing the case and showing the charges therefor. The nurse (or nursing or- 
ganization) will render a bill in duplicate to the County Emergency Relief 
Board, to which will be attached all reports. This bill will be prepared in 
the same manner as outlined for billing medical services. 

3. Form 77P.—Authorization for Prescription will be issued by 
the physician and delivered to the patient or to the pharmacist. 

On the reverse of this authorization is the report to be filled in 
by the pharmacist and submitted, attached to his duplicate bill, to the 
County Emergency Relief Board. This bill will be prepared in the same 
manner as outlined for billing medical services. 

It is of the utmost importance that the physician insert the 
printed number shown on Form SERB 77M, Order for Medical and Dental 
Services, in the space provided. 

Supplies of Forms SERB 77M and 77P may be obtained from the 
County Emergency Relief Board. 
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President - L. W.Mehaffey Secretary - - H.C. Manon 
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George W. Line, D.D.S. 
1885-1933 


Death brought to an end on November 29th, a busy and useful 
career. Dr. Line succumbed, at 6.45 o’clock on Thanksgiving Eve, a week 
after he had been operated on for appendicitis. He was 48 years old. 

Dr. George W. Line graduated from the State Teachers’ College 
at Shippensburg in 1905. He taught school for the next four years. 

He entered the Thomas W. Evans Institute, School of Dentistry, 
University of Pennsylvania, where he graduated in 1911. After serving 
his internship at the Warren State Hospital, he then entered upon the 
active practice of his profession at Carlisle. 

Dr. Line gave special attention to x-ray and radium work, this 
work he directed at the Carlisle Hospital. 

He was a member of the Radiological Society of North America, 
the Harrisburg Dental Society, the Cumberland County Medical Society, 
the Pennsylvania State Dental Society and the American Dental Association. 





Whereas, the Almighty Father in His infinite 
wisdom has seen fit to remove from his daily labor, our 
dear friend and brother, Dr. George W. Line, of Carlisle, 
be it 
Resolved, that in his passing away, the dental 
profession in his vicinity and the state in general has lost 
one of its most distinguished and respected members, and 
Resolved, that the Pennsylvania State Dental So- 
ciety, a member of which he had been for many years, and 
the Board of Trustees, among whom he served, will sadly 
miss his friendship, advice and counsel, and deeply deplore 
his passing from among us, and be it further 
Resolved, that a copy of these resolutions be 
spread on the minutes of the society and be published in 
the Journal. 
Otto J. Specker, 
F. W. Clinger, 
Alexander H. Reynolds, 
Committee. 








STATE DENTAL JOURNAL 


First District Dental Society 


The Fall meeting which was held on Wednesday, November 15th, 
at the Benjamin Franklin Hotel was a success. Post-graduate courses were 
given in the afternoon by such reputable men as, Drs. John Gunter, George 
Davis, L. Biddle Duffield, Linwood Grace, J. L. T. Appleton, Jr., Thos. 
Wade, Bernard Brickman, Geneva Groth and William Bester. Dr. William 
Robinson, Chairman of the Committee in charge of the meeting, worked 
faithfully and diligently for weeks and deserves a great deal of credit for 
his efforts. 

In the evening there was a dinner, which was followed at 8 p. m. 
by a talk by Dr. Edward Chamberlain, on ‘“‘The Dental Aspects of Roent- 
genology.” 


On Tuesday, December 12th, 1933, Dr. Arthur C. Wherry, 
President of the American Dental Association, attended a dinner given in 
his honor by the First District Dental Society. At this dinner, Dentistry in 
Philadelphia was represented by men of every specialty; and warm addresses 
of welcome were given by Drs. Norman |. Broomell and Charles R. Turner. 
Dr. Wherry was introduced by President Clarence Chain. He held his audi- 
ence for over an hour, at the end of which time he was given a rising vote 
of thanks and appreciation. 


i) e @ 
The Annual Business Meeting will be held on Wednesday, 
January 31, 1934. 
@ ® eS 


The Academy of Stomatology, Philadelphia 


President—William W. Allwood Secretary—Thomas J. Cook 
Meeting Place—College of Physicians and Surgeons, Phila. 
Time—Fourth Tuesday, 8.15 p. m. 

DECEMBER MEETING—Honorary certificates of membership were given 
Dr. Hermann Prinz, Dr. George Dorrance, Dr. Joseph McFarland 
and Dr. John Kolmer for their contributions to the science of 
dentistry. 


JANUARY MEET!NG—Speaker: Dr. Jacob Eberly, Jr., of Philadelphia. 
oe @ @ 


The Odontographic Society 
of West Philadelphia 


President—Dr. Harry A. Mesjian Secretary—Clarence H. Chain 
Meeting Place—Hotel Normandie; January Meeting—Annual Dinner. 
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The Pennsylvania Association 


of Dental Surgeons 


President—Benjamin Benedict Secretary—Alvard M. Voeglin 
Meeting Place—Bellevue-Stratford Hotel, Phila. 
Time—Second Tuesday, 8.15 p. m. 


The Eastern Dental Society 


President—F. L. Brickman 
Meeting Place—Bellevue-Stratford Hotel, Phila. 
Time—First Thursday 
JANUARY MEETING—Speaker: Mr. A. Nixon Supplee, of New York 
Subject—‘‘Roofless Full Impressions and Bite Taking” 
FEBRUARY MEETING—Dr. Harry M. Seldin, of New York 
Subject—‘‘Gas Oxygen Anaesthesia’”’ 


Second District 
Montgomery County Dental Society 


Officers for 1934 are: President, C. Roselle, Lansdale; Vice- 
President, Louis Markowitz, Pottstown; Secretary, J. Klees, Glenside; 
Treasurer, L. Vantura, Norristown. 

JANUARY MEETING—Monday, the 29th; Speaker—Dr. Claude A. Nelson; 
Subject—‘‘Dental Restorations” 


Lehigh Valley Dental Society 


President, R. E. F. Miller, Easton; Vice-President, R. E. Mc- 
Laughlin, Easton; Treasurer, ]. T. Hummell, Allentown; Recording Secre- 
tary, E. S. Gilber, Allentown; Corresponding Secretary, R. B. Hess, Beth- 
lehem. 

LAST MEETING—Hotel Easton, December 18th; Speaker, R. G. Smullin; 
Subject—‘‘State Emergency, Dental Relief’’ 
JANUARY MEETING—Hotel Traylor, Allentown; Speaker, Dr. Robert Ivy; 
Subject—‘“‘Oral Surgery” 

The following were admitted to the Society: Ira A. Jones, Heller- 
town; H. W. Souders and H. W. Souders, Jr. The proposal of Charles F. 
Moritz will be taken up at the next meeting. 
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Bethlehem Dental Society 


The Bethlehem Dental Society held a meeting at the Sun Inn 
Hotel, Friday, November 24th. A re-organization of the Society took place; 
it has been inactive for some time. Dr. E. G. Gilbert, President of the Allen- 
town Dental Society, was introduced, and then took charge of the meeting. 
Dr. Gilbert outlined the rules and routine of the Allentown Society. 

The following officers were elected: President, R. B. Hess; Vice- 
President, R. G. Smullin; Secretary, D. J. Ganey; Treasurer, G. Albrecht. 

The next meeting will be held at the Sun Inn Hotel, Friday, 
January 26th. 

6 e ® 


Allentown Dental Society 


A meeting of the Allentown Dental Society was held at the 
Americus Hotel, Monday, December 11th. Officers nominated for the 
ensuing year were: President, R. F. Peters; Vice-President, Joseph Hummel; 
Secretary, George Delong; Treasurer, O. B. Landis. The election of the 
above officers will take place at the January meeting. 
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Third District Dental Society 


The annual meeting will be held on January 23rd in Scranton. 

The program will begin at 10 a. m. with a clinic by Dr. J. Biddle 
Duffield, of Philadelphia. 

In the afternoon, Dr. Thomas J]. Cook, of the University of 
Pennsylvania, will present a paper on ‘‘What the General Practitioner should 
know about Systemic Diseases, such as Diabetis, Anemias, Syphilis, etc., 
and the part they play in every-day practice.” 

In the evening at the “Grand Finale’’ Dr. C. S. Van Horn, of 
Bloomsburg, will be the guest of honor. 

A business meeting will follow the afternoon paper. 


@ @ e 

The Emergency Relief Boards of both Luzerne and Lackawanna 
Counties were helpful in arranging meetings of physicians, dentists and 
druggists in Wilkes-Barre and Scranton during the past month, meetings 
which were addressed by Dr. H. D. Miller, the Pittsburgh physician who is 
the State Director of the Medical Relief Programme. He stressed the facts 
that the entire system was truly an emergency one and the first time ever 
tried in this State; that the State thereby assumes some of the cost for 
professional treatment of its unemployed in order to give both the unem- 
ployed and the professions a “‘break,’”’ but not a profit; that the dentists 
were expected to limit their work to extractions at one dollar per tooth 
until a more definite ruling could be obtained from Harrisburg headquarters 
concerning a precise fee scale for treatments, plate repairs, etc. 

The druggists are expected to charge a maximum of fifty cents 
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for the filling of any prescription. That raised as many objections by them 
as were raised by the dentists who were told that a plate repair would be 
limited to one dollar plus twenty-five cents for each tooth to be replaced. 

The physicians are to be a bit better re-embursed, but twenty 
dollars is supposed to compensate them for an obstetric case, to include 
six pre and post natal visits and delivery. 

@ e ®e 

During the past month, Dr. John Corcoran, our retiring Secretary, 
caused to be read at all our local meetings the following resolution com- 
piled for the good of dentistry, and which was unanimously approved :— 

Proposed Resolution to be submitted at a meeting of the Board 
of Governors of the Third District Dental Society, to be held on Thursday, 
December 7th, 1933. Will be acted upon January 23rd, 1933, at a meeting 
in the City of Scranton. 

*“‘WHEREAS, The profession of dentistry is constantly striving for 
parity of recognition with that of medicine as a health service and, 

“‘WHEREAS, The present regulations for the rating of Grade ‘A’ 
hospitals definitely stipulated that all physicians on staff or clinics must be 
members of the American Medical Association, and, 

““WHEREAS, No similar stipulation is made that all dentists on 
staff, clinic, school dentists, or public health service be members of the 
American Dental Association; and, therefore, be it 

“RESOLVED, That the Third District Dental Society formally re- 
quest the local institutions and whatever other bodies employ dentists to 
definitely stipulate that all dentists on staff, clinics, school dentists or 
public health service must hold membership in the American Dental 
Association.” 

@ @ ® 


Scranton Dental Society 
President, William E. Lawler; Vice-President, T. A. Eynon; 
Treasurer, C. B. Watrous; Secretary, E. H. Finnerty; Directors, M. F. Bo- 
land, A. B. Allen, J. J. Murray, Allen Davis, J]. G. Gallagher. 
Meeting night—4th Monday of each month. 
@ e e 
Luzerne Dental Society 
President, E. G. Hungerford; First Vice-President, R. B. Lecher; 
Second Vice-President, R. H. Goulstone; Secretary, H. D. Matten; Treas- 
urer, A. G. Morrish; Directors, Marcus Miller, C. A. McGuire, Paul 
Matusavage. 
Meeting night—3rd Tuesday of each month. 
@ @ 8 


Hazleton Dental Society 
President, L. Trevaskis, Freeland: Treasurer, H. E. Peters, Hazle- 
ton; Secretary, J. H. Harrison, Hazleton. 
Meeting night—2nd Thursday of each month. 
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The Fourth District 
The Reading Dental Society 


President, Carle Scholl, 230 N. 5th St.; Vice-President, F. Her- 
bine, 230 N. 5th St.; Treasurer, H. L. Cleaver, 31 S. 9th St.; Secretary, 
O. J. Specker, 230 N. 5th St. 

Annual meeting—January; election of officers. 


Lebanon County Dental Society 


President, C. R. Evans, Lebanon; Vice-President, C. P. Mar- 
barger, Palmyra; Treasurer, S. B. Groh, Lebanon; Secretary, J. Farquhar, 
Myerstown. 


The Fifth District Dental Society 


The second annual meeting will be held in Lancaster, January 
16th, Hotel Brunswick. The meeting will be an afternoon and evening affair 
with clinics during the afternoon, dinner and business meeting, entertain- 
ment and speakers for the evening session. Drs. R. H. Nissley, Chairman, and 
]. G. Hess are the local members of the Program Committee, while Drs. 
Byerly and Garvey are members of the local arrangements Committee. 
These men have all been working diligently for weeks and promise a meet- 
ing that will be worth while attending. They have secured the services of 
such men as Debau, Tassman and G. Davis, of Philadelphia, and Harkins, of 
Oseola Mills, besides numerous clinics. 


Harris Dental Association 


President, J. T. McNinch; Vice-President, M. A. Becker; Secre- 
tary, S. H. Appleyard; Treasurer, W. H. Trout. 
Meeting Night—Third Tuesday 
Place—Medical Club Rooms, Lancaster 
DECEMBER MEETING—Speaker, Dr. W. L. Davies; Subject, ‘‘Dentocoll’’ 
Annual meeting will be held in February 


Sixth District Dental Society 


Officers for 1934 are: President, M. D. Nesbit, Sunbury; Vice- 
President, J]. A. Law, Towanda; Secretary-Treasurer, E. A. Brown, Sun- 
bury; Delegate, F. H. Housel, Milton; Trustee, F. W. Clinger, Milton; 
Directors, }. C. Black, Towanda; E. H. Skillman, Williamsport; D. S. Miller, 
Sunbury. 

DECEMBER MEETING—Dr. E. G. Meisel, Pittsburgh; Subject, ‘Activities 
of State and National Dental Societies” 
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Tri-County Dental Society 


President—Melville D. Nesbit, Lewisburg. 
Vice-President—R. D. Arnold, Mifflinburg. 
Secretary-Treasurer—E. E. Collins, Sunbury. 
Time of meeting—First Tuesday. 


@ @ e 
Valley Dental Society 


President—L. E. Fenimore, Sayre. 
Vice-President—S. D. MacLoren, Towanda. 
Secretary-Treasurer—]. A. Law, Towanda. 


Lycoming Dental Society 

President, J. E. Loque; First Vice-President, Oscar Maul; Second 
Vice-President, George W. Hevner; Secretary, E. C. Hassenplug. 

President Loque appointed the following committees and chair- 
men: Membership, G. H. Hevner; Program, M. C. L. Ellis; Board of Censors, 
C. B. Secly; Inter-Dental Relations, C. W. Williamson; Publicity, Forest 
Van Valen. 


® @ e 
Seventh District Dental Society 
The annual meeting of the Central Pennsylvania Seventh District 
Dental Society will be held at the Penn Alto Hotel, Altoona, on February 
26th, 27th and 28th, 1934. 
' e e@ 
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Cambria County Dental Society 
President, F. G. Bender; President-elect, C. S. Fleck; Secretary, 
R. B. Neff. 
Council of the following members: W. V. Ankery, H. M. Dunne- 
gan, W. L. Dunford, D. H. Matthews, E. D. Marche and C. B. Ellsworth. 


® 
Altoona Dental Study Club 
President, J. J. Kilpatrick; Vice-President, L. M. Nugent; Treas- 
urer, S. M. F. Morgart; Secretary, R. B. Cooper. 
Meeting Place—Penn Alto Hotel, Altoona. 
@ @ 
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Eighth District Dental Society 

Activities in organization work have been more or less successful 
in this district during the past few months. Since the State meeting in 
Philadelphia, a number of county and local societies have been formed, 
with a gratifying percentage of the potential membership enrolled. 

The McKean County Dental Society has a membership of forty- 
two out of a possible forty-six. At the last regular meeting of this society, 
Dr. Harry C. Metz was the speaker. Dr. Metz outlined the activities— 
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present and proposed—of the State Society. Although there was a heavy 
snowfall of over thirty inches and the average drive of those in attendance 
at the meeting was about forty miles, the turnout at that meeting was 
over eighty per cent of the membership, showing a spirit which might 
profitably be exhibited in any society. 

The Bradford Dental Society has a 100 per cent membership and 
has had for several years. Those men in Bradford through organization, 
study clubs and the excellence of their program at their monthly meetings 
have made dentistry so interesting and membership so enticing that they 
seem to have no difficulty whatever in maintaining a full quota of mem- 
bership. Conditions like this are very often the result of the leadership 
of one individual who has that faculty of obtaining unlimited cooperation. 
In this case the Bradford Dental Society is really a monument to the per- 
sonality of Dr. J. Maurice Crosby. 

The Jefferson County Dental Society has a 100 per cent member- 
ship. Elk County Dental Society numbers seventeen of the eighteen prac- 
ticioners in the county. 

The Warren County Dental Society was organized during the 
past week and sponsored a three-day extension course at the Warren State 
Hospital. The county and local societies hold monthly meetings with a 
dinner and clinician or essayist. A plan is being worked out whereby the 
various outfits will be the host to the others—developing the program 
from its own membership—thus encouraging study club formation and 
concentrated study. Realizing that membership is the crying need of or- 
ganized dentistry today and that the tendency has been toward a decided 
falling off, the members of this district feel quite enthusiastic and proud 
of their activities. 


Ninth District 


Officers and delegates met on December 17th at Hotel Kepler, 
Meadville, making preliminary arrangements for the Spring meeting which 
will be held at Cambridge Springs, time to be announced later. 

The following Committees were elected as required by the 
Constitution. 

Nominating Committee: Dr. C. N. Fiero, Erie; Dr. W. G. Buch- 
anan, Mercer; Dr. C. A. Sturdevant, Meadville; Dr. R. C. Gilmore, New 
Castle; Dr. T. V. Holleran, Greenville. 

Program Committee: Dr. P. W. Allen and Dr. P. H. Richardson, 
Co-Chairmen; Dr. D. V. Urey, Oil City; Dr. D. C. Dunn, Meadville; Dr. J. 
P. Campbell, New Castle. 

Dental Science and Literature Committee: Dr. W. C. Dunn, 
Meadville; Dr. J. T. O’Leary, Girard; Dr. J. H. Foquet, Oil City. 

Entertainment Committee: Dr. S. F. Morrison, Erie; Dr. D. S. 
Sterrett, Erie; Dr. R. G. Merriman, Erie. 
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Crawford County Dental Society 
President, Carl A. Sturdevant, 513 Crawford Co. Trust Co. Bidg., Meadville. 
Vice-President, Chester }]. Fisk, 230 Chestnut St., Meadville. 
Secretary-Treasurer, F. F. Waelde, Flood Building, Meadville. 

Meets regularly on Third Tuesday of every mortth. 
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Erie County Dental Society 
President, Robert C. McChesney, 400 Commerce Building, Erie. 
Vice-President, John |. Koehler, 701 Commerce Building, Erie. 
Secretary, Curtis R. Griffing, Penn Theatre Building, Wesleyville, Pa. 
Treasurer, R. John Roberts, 613 W. 26th St., Erie. 
Meets Third Wednesday every month except July and August. 
Elects officers at June meeting. 
Usually meets in Grill Room, Masonic Temple, Erie. 
January meeting—Social program. 
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Lawrence County Dental Society 
President, E. L. Vincent, 208 N. Liberty St., New Castle. 
Vice-President, J}. A. Meehan, 225 E. North St., New Castle. 
Secretary-Treasurer, A. G. Reynolds, 222 Temple Building, New Castle. 
Meets monthly First Tuesday at Castleton Hotel. 
@ @ @ 


Mercer County Dental Society 
President, W. L. Alexander, 5 Walnut St., Sharpsville. 
Vice-President, Fred Holstein, 106 Lincoln St., Grove City. 
Secretary-Treasurer, Ralph C. King, 146 E. State St., Sharon. 
Meetings held in Greenville, Grove City, Mercer, Sharon and 
Sharpsville. 
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Clarion-Venango County Dental Society 

President, E. A. Wilhelm, Clarion; Vice-President, G. 'V. Kohl- 
man, Seneca St., Oil City; Secretary-Treasurer, D. V. Urey, 4 State St., 
Oil City. 

Does not meet at regular times. 

Elects officers at the first meeting in the Fall. 

Have not yet organized for the coming year (11-9-33). 
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Tenth District 


The fall meeting of the Western Pennsylvania Odontological 
Society at the William Penn Hotel was quite successful, despite our pre- 
vailing economic forecasters’ warnings. The meeting, ably conducted by the 
executive and subsidiary committees, was interesting from a social stand- 
point as well as the professional. It is evident that a now famous ninety- 
nine cent dance had something to do with that success. 
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The results of the election of officers to the society for the 
following year are as noted:— 

President, J}. V. O’Donovan. 

Vice-President, D. L. Singelton. 

Secretary, W. Earle Craig. 

Treasurer, R. B. Black. 


In behalf of the Western Pennsylvania Odontologicians we extend 
to them our congratulations and sincere wishes for success in their work 
as officers of the organization. 

Perhaps the most important event of our fall activities was the 
testimonial dinner and meeting for Dr. A. C. Wherry, National Association 
President. Dr. H. C. Metz, State Society President, presided at the dinner 
attended by many personal and professional friends of Dr. Wherry. Dr. 
Wherry was presented with a remembrance from the group at that time. 

Immediately following Dr. Wherry’s Dinner a meeting was held 
at which time Dr. Wherry presented an address after being introduced 
by his personal friend and professional confrere, Dr. H. E. Friesell. Dr. 
Wherry’s speech was of vital interest to all members. In it he gave a 
comprehensive report on the questions of importance confronting the 
National Society and the means afforded and needed to properly manipulate 
them for the best interests of future dentistry. He carefully detailed the 
agencies of the Society and their efforts, as well as fhe demands placed by 
these situations and conditions upon the individual Society member. 

Dr. Wherry’s speech was followed by a sound-picture of the 
twelve cranial nerves. The scientific excellence of the picture was exceeded 
only by its connotation of valuable future possibilities of work along that 
line. 

Dr. H. C. Metz, President of the State Society, as a member of 
the Pennsylvania State Dental Council, met with the Council and Examin- 
ing Board in Harrisburg during the week of January 8th. Preceding this 
meeting, on Sunday, January 7th, Dr. Metz conferred with Dr. Herbert 
Cooper, Chairman of the survey activities of the A. D. A., activated by the 
State Society, regarding the dental survey to be made of all school children 
in Pennsylvania. In addition to this, and manifold society activities, Dr. 
Metz conducts the regular Board of Governors meetings held in the Medical 
Arts Club Room in the Medical Arts Buildings. State and local Society 
members who realize the really monumental work being performed on the 
relief question by Dr. Metz and associates appreciate his sincerity and 
appreciation of this tremendous need. 
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The Eleventh District Dental Society 
Will hold its Spring meeting in Washington, Pa., in March. 
Dr. T. M. Boggs, of Cannonsburg, will act as Chairman of the 
Program Committee, and is working diligently to have clinics that will 
represent every phase of dentistry. The March meeting will no doubt be of 
the nature that no practicing dentist can afford to miss. The officers of this 
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district are encouraging new members and requests that the older mem- 
bers bring a guest to the Spring meeting, welcome him to the various 
clinics, show him good fellowship, and in doing so strengthen organized 
dentistry. 
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Fayette County Dental Society 

Our opening meeting for the year 1933-'34 took place at the 
Uniontown Country Club, Tuesday, September 26th, 1933, with dinner 
served. Cigars were furnished after the dinner by our own Emeritus member, 
Doctor E. B. Fast, Sr., of Fairchance, Pennsylvania, on the occasion of his 
birthday and more than forty years in dentistry. Doctor D. T. James, of 
Pittsburgh, was the clinician who gave us a very fine talk on children’s 
dentistry supplemented by blackboard work and two reels of dental health 
movies. 

Our October meeting was held Tuesday, October 24th, 1933, at 
the Uniontown General Hospital with Doctor H. V. Currier, of Pittsburgh, 
as clinician who gave us a clinic on ‘“‘Manipulation of Silicate’ with a patient 
present, cavity preparation, placing of filling and finishing. At this meeting 
the very sudden and sad death of one of our members was announced, 
Doctor S. Harold Romesburg, of Uniontown, Pennsylvania, who died Sunday, 
October 23rd, 1933, from an automobile accident. 

Our November meeting was held Friday, November 24th, 1933, 
with a dinner at the Uniontown Country Club. The clinician for the evening 
was Doctor M. C. Smith, of New York City, who gave us a very interesting 
talk on ‘“‘Complete Denture Restoration,”’ illustrated by very complete 
movies on the technic. 
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The last regular meeting of the Society was held on December 
8th, 1933, in Dr. H. R. Smith’s office, Washington Pennsylvania. The 
following officers were elected for the coming year: 

President, Dr. T. M. Boggs, of Cannonsburg, Pa.; Vice-President, 
Dr. A. J. Brickley, of California, Pa.; Secretary and Treasurer, Dr. O. B. 
Fast, of Cannonsburg, Pa. 

An explanation of the code, governing the Emergency Child 
Health Programme was explained by Dr. Dunlap, M.D., and Mr. H. V. 
Haveland, Assistant Acting Director for the county. 

Dr. C. R. Walter, of the University of Pittsburgh, gave a clinic 
on crown and bridge work, which was very instructive. 





